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Message Text 

UNCLASSIFIED 

PAGE 01 BRUSSE 02808 231616Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

240256Z 057854/73 

R 231215Z MAR 77 
FM AMEMBASSY BRUSSELS 
TO USDOC WASHDC 
INFO USMISSION NATO 
SECSTATE WASHDC 9387 

UNCLAS BRUSSELS 02808 

E.O. 11652:N/A 
TAGS:BEXP,BE,BTIO 

SUBJECT: TRADE OPPORTUNITY: NATO TENDER FOR SUPPLY OF PATIENT 

HAND CONTROL UNITS 

AND PATIENT PILLOW SPEAKER UNITS. 

1. 423/01/T-015 
2. 03/16/77 
3.1 76553, HOVE 

4. 423 BELGIM 

5. N 

6A REPLY TO - 
6B. — 

6C PURCHASING AND CONTRACTING OFFICE 

COMMUNICATIONS PROJECTS AND IMPLEMENTATION BRANCH 

COMMUNICATIONS AND ELECTRONICS DIVISION 

B-7010 SHAPEBELGIUM 

7.IFB 77-09 PC/CPIB 

8.04/15/77 

9. DESCRIPTION 

3662311-0000. FIFTY-FIVE (55)PATIENT HAND CONTROL UNITS FOR 
AN EXISTING HOSPITAL NURSE CALL AND PROGRAMME 
DISTRIBUTION SYSTEM.THE UNIT SHALL HAVE THE 
FOLLOWING CONTROLS: A) 4 POSITION PROGRAMME 
SELECTOR SWITCH; B (PROGRAMME VOLUME CONTROL 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BRUSSE 02808 231616Z 

CIPATIENT CONFIDENCE LAMP D)PATIENT READING 
LAMP E)PATIENT CALL SWITCH OR BUTTON. 

3651551 -000-3651590-0000. FIFTY 

FIVE (55IPATIENT PILLOW SPEAKER UNITS FOR SAME EXISTING HOSPITAL 
DISTRIBUTION SYSTEM.THE UNIT SHALL CONTAIN THE FOLLOWING 
ITEMS: A)SPEAKER,DYNAMIC, 200 OHMS IMPEDANCE, 

25 MW; B) MICROPHONE,D YN AMIC , 200 OHMS 
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IMPEDANCE. 

1 1. PROJECT FINANCED BY NATO. COPIES OF TENDER DOCUMENTS BEING 
AIR MAILED. 

RENNER 

UNCLASSIFIED 

NNN 
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Message Attributes 
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Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 23-Mar-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BRUSSE02808 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 00-0675 
Format: TEL 
From: BRUSSELS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770332/aaaabbrq.tel 

Line Count: 67 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: c8aaaab3-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 27-Sep-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3028571 
Secure: OPEN 
Status: NATIVE 
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